Radio Bandscan Form Blanks - by Darth_vader

/mw9khz.txt    9-kHz mediumwave form, 504-1710 kHz - use in ITU region 1

/mw10khz.txt   10-kHz mediumwave form, 500-1710 kHz - use in ITU region 2

/oirt.txt      10-kHz OIRT Band form, 65.8-74.0 MHz - use in former Soviet
               contries

/vhf100.txt    International 100-kHz VHF/FM form, 76.0-108.1 MHz - use
               everywhere

/vhf200.txt    200-kHz VHF/FM form, 87.5-108.1 MHz - use in ITU region 2


Description:
ITU region 1: world outside North America; 9-kHz MW spacing, 100-kHz spacing
(sometimes even less) VHF/FM, mono or stereo via difference (phase) subcarrier.
Use these forms when logging stations outside the US and Canada.

In anticipation of future FCC approval of VHF/FM broadcast band expansion in
the US, the 100-kHz VHF/FM form includes channel numbers from 76.1-107.9 MHz
(channels 141-300).

ITU Region 2: North America; 10-kHz MW spacing, 200-kHz spacing VHF/FM, mono or
stereo via difference (phase) subcarrier. Use these forms when logging stations
within the US and Canada.

OIRT band: narrowband FM broadcasting band formerly used throughout the Soviet
Union and other Eastern European nations under jurisdiction of the International
Radio and Television Organisation. Now mostly considered obsolete; limited
legacy usage in Belarus, Moldovia, Russia and Ukraine. 10-kHz spacing, FM,
low-VHF, stereo via polar modulation. Also known as "UKW" band
("Ultrakurzwelle"/Ultra shortwave.)

USE AND REDISTRIBUTE FREELY!
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